




DELL EMC DES-1D11 Practice Questions 


i. What is a consideration when sizing a Dell EMC SC Series system for capacity? 

A. Thin provisioning 

B. Raid overhead 

C. Virtual volumes 

D. Compression and deduplication 
Answer: D 
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2. Which Dell EMC Unity and SC Series features provide post-processing for placing 
data on appropriate storage tiers? 

A. Unity: Host I/O LimitsSC Series: Volume QoS 

B. Unity: FAST VPSC Series: Data Progression 

C. Unity: Compression for BlockSC Series: Deduplication and Compression 

D. Unity: Synchronous ReplicationSC Series: Live Volume 
Answer: B 
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3. What is the main advantage of sizing a Dell EMC SC Series array focusing on 
IOPS when using the 95 th percentile instead of peak values? 

A. Provides a properly sized and accurately priced solution 

B. Reduces complexity in preparing a properly sized solution 

C. Provides a secure solution with data efficiency 

D. Demonstrates a clear relationship between customer needs and offerings 
Answer: A 
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4 . An analysis of a customer’s requirements reveals that the daily throughput peak 
approximately 1750 MB/s. 

Which Dell EMC SC Series solution provides sufficient back-end performance? 

A. SCV2000 with 1 SAS chain 

B. SCV4020 with 1 SAS chain 

C. SCv8ooo with 1 SAS chain 

D. SCV9000 with 1 SAS chain 
Answer: D 
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5. Which Dell EMC Unity feature is beneficial for data protection designs but has a 
negative impact on performance designs? 

A. Unity Compression for Block 

B. Synchronous remote replication 

C. Unity Compression for File 

D. Data at Rest Encryption 
Answer: A 
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6 . What is the minimum SCOS version required to implement Storage QoS in a Dell 
EMC SC Series storage? 

A. SCOS version 6.5 

B. SCOS version 6.7 

C. SCOS version 7.0 

D. SCOS version 7.1 
Answer: C 


Passcert.com 






DELL EMC DES-1D11 Practice Questions 


7. A customer wants you to design a Dell EMC Unity solution for a complex network 
design for their file storage users. The users must connect to Unity file storage 
over only specific networks. 

Which Unity feature provides the flexibility for controlling client connectivity from 
different isolated networks? 

A. Link Aggregation Control Protocol 

B. IP Packet Reflect 

C. Advanced Static Routing 

D. IP Multi-tenancy 

Answer: D 
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8 . A customer wants a power requirements comparison between their current Dell 
EMC PS Series storage and the proposed SC Series solution. 

Which tool can be used to build the comparison? 

A. TechCenter 

B. Internet Search Engine 

C. DPACK 

D. SC Series Sizing Tool 
Answer: A 
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